Work History 


The Magical Mushroom Company 
Grow Technician [Oct 2022 - current day] 


Manufacturing - Working in a team 
Working alone - Daily use of pallet truck 
Early morning and afternoon shift work 
Time keeping - Creative ideas 


Home Instead 
Care Professional [Apr 2022 - Sept 2022] 


Working alone - Working as a pair 
Time keeping - Professional client relations 
Schedule flexibility - Compassion 


Heavenly Desserts UK 
Acting Asst. Manager [Oct 2021 - Apr 2022] 


Leadership - Conflict resolution 
Diplomacy - Decision making 
Problem solving - Listening skills 


New Store Trainer [Mar 202] - Oct 2021] 
Leadership - Communication skills 

Teaching - Creating rapport 

Earning respect - Time keeping 

ECU Testing Ltd. 

Trainee Rework Tech. [Oct 2020 - Mar 2021] 


Attention to detail - Early morning shift 
Basic electronics knowledge 


Education 


Nottingham Language Academy 
CELTA - Certificate in English Language 


Teaching to Adults 
07/2015 - Pass 


Confetti Institute of Creative 

Technologies 

FdSc Games Technology 
08/2013 - Pass 


Skills and Interests 


Adaptability 

High standards 

Team player 
Independant 

Keen learner 
Growing vegetables 
Landscape gardening 
Car maintenance 
Video games 

Cycling 

Languages 
Travelling 

Could likely finish a jar of 
marmite in one day 


References and further job history 
available upon request. 


